Environmental  Protection  Agency 
Certification!  FAC-COR  - Contracting  Officer's  Representative 
Report  Date:  August  11,  2015  - Certification  Status:  CURRENT 
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Approved:  the  COR's  certification  vail  REMAIN  "Current"  or  valid  through  the  SUBSEQUENT  two  year  training  cycle  (i.e..  two  years  after  End  Date  displayed  below) 
Bureau  CL  Manager  Pending:  the  OAMs  Training  Team  must  review  the  CL  Achievement  Request  as  the  final  approver. 

i:  the  COR  must  resend  the  CL  Achievement  Request,  in  accordance  with  the  reviewer's  remarks  found  in  the  original  request 
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Supervisor  Pending:  the  COR's  Supervisor  must  review  the  CL  Achievement  Request  The  approval  automatically  routes  request  to  the  OAMs  Training  Team. 
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